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Composite  samples  were  taken  of  each  sediment  and  soil,  placed  into 
polyethylene- I ined  steel  drums,  and  transported  by  truck  to  WES.  Each  of 
the  sediments  and  soils  was  air-dried  and  mixed  well  before  being  placed 
into  plastic  buckets.  Two  complete  sets  of  buckets  were  prepared.  One  set 
was  unfertilized  while  the  other  set  was  fertilized  with  an  appropriate 
amount  of  nitrogen,  phosphorus,  and  potassium  for  establishing  grass. 

Each  of  the  sediment  soil  treatment  combinations  was  planted  to  five 
plant  species:  Cynodon  dacty Ion  (common  bermuda  grass),  Festuca  rubra  (red 
fescue),  Festuca  arundinacea  (tall  fescue),  Poa  pratensis  (Kentucky 
bluegrass),  and  the  index  plant,  Cyperus  escu lentus .  The  experiment  was 
replicated  three  times.  Common  bermuda  grass  and  C.  esculentus  were  allowed 
to  grow  45  days  before  harvest.  Tall  fescue,  red  fescue,  and  Kentucky  blue- 
grass  were  allowed  to  grow  63  days  before  harvest.  After  the  respective 
plant  growth  periods,  the  plants  were  harvested,  dried  to  constant  weight 
at  70°C,  digested  in  nitric  acid--red  fuming  nitric  acid,  and  analyzed  for 
zinc  and  cadmium.  Samples  of  the  air-dried  sediment  and  soil  were  subjected 
to  extraction  by  nitric  acid,  DTPA,  and  distilled  water. 

Common  bermuda  grass  had  the  greatest  yield  of  all  the  species. 

Yields  of  red  fescue,  tall  fescue,  and  Kentucky  bluegrass  were  low  with  more 
than  70  percent  of  them  being  less  than  0.5  g  oven-dry  weight.  Yield  of  C. 
esculentus  was  somewhat  less  than  common  bermuda  but  much  greater  than 
either  the  fescues  or  Kentucky  bluegrass.  Best  plant  growth  for  all  species 
was  observed  on  the  north  bank  material.  Concentration  of  cadmium  and  zinc 
in  the  index  plant,  Cype_rus  esculentus ,  was  relatively  low  compared  to  re¬ 
cent  research  data  collected  at  the  WES.  These  results  indicated  that  the 
cadmium  and  zinc  in  the  river  sediments  were  relatively  unavailable.  Con¬ 
sequently,  concentrations  of  cadmium  and  zinc  in  the  other  grasses  were  rel¬ 
atively  low. 

In  general,  plant  concentrations  of  cadmium  and  zinc  in  common  ber¬ 
muda,  red  fescue,  and  Kentucky  bluegrass  varied  in  the  order  of  river  channel 
No.  2  sediment  >  river  channel  No.  1  sediment  >  north  bank  soil  >  disposal  site 
soil.  Tall  fescue  did  not  show  such  pronounced  differences;  however,  the 
highest  concentrations  of  cadmium  and  zinc  were  found  in  plants  grown  in 
river  channel  No.  2  sediment.  Suppressed  plant  growth  on  river  channel  No.  2 
sediment  resulted  in  elevated  plant  concentrations  of  cadmium  and  zinc. 

Since  common  bermuda  grass  produced  the  greatest  yield  of  the  grasses  tested, 
it  had  the  greatest  total  uptake  of  cadmium  and  zinc.  Red  fescue  showed 
some  of  the  lowest  plant  concentrations  and  total  uptake  of  cadmium  and  zinc 
compared  to  the  other  grass  species  grown  on  soil  from  north  bank  and  river 
channel  No.  1  sediment. 

Based  upon  the  results  of  the  plant  bioassay  experiment,  river  channel 
No.  2  sediment  should  be  placed  on  the  disposal  site  first,  followed  by 
covering  with  river  channel  No.  1  sediment,  and  then  topped  with  soil  from 
the  north  bank.  Plant  cover  could  be  established  by  planting  common  bermuda 
grass  and  then  overseeded  with  red  fescue  in  the  fall.  This  approach  to  the 
disposal  of  these  materials  will  ensure  reduced  mobility  of  the  cadmium  and 
zinc  in  the  river  sediments.  Until  additional  data  are  obtained  for  metal 
uptake  by  agricultural  crops  other  than  the  grass  tested  in  this  study,  use 
of  the  disposal  site  should  be  limited  to  grasses. 
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PREFACE 


This  study  was  conducted  at  the  U.  S.  Army  Engineer  Waterways 
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Mobility  Research  Team:  Drs.  Bobby  L.  Folsom,  Jr.,  and  Charles  R. 

Lee;  Ms.  Karen  M.  Preston;  and  Messrs.  T.  C.  Sturgis,  F.  Hall,  Jr., 
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and  Lee  and  Ms.  Preston. 
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SUMMARY 


A  plant  bioassay  and  associated  chemical  analyses  were  performed 
on  sediment  and  bank  material  from  the  Blue  River  and  soil  from  a  pro¬ 
posed  disposal  site.  The  objectives  of  the  tests  were  to  determine  the 
availability  and  extent  of  plant  uptake  of  cadmium  and  zinc  that  would 
occur  when  the  dredged  material  was  placed  in  an  upland  environment  and 
seeded  to  grass.  In  addition,  the  results  of  the  tests  were  used  to 
formulate  a  disposal  plan  for  the  materials. 

Four  grass  species  weie  grown  on  each  sediment/soil  in  the  green¬ 
house:  common  bermuda,  red  fescue,  tall  fescue,  and  Kentucky  bluegrass. 
Common  bermuda  grew  the  best  of  all  the  species  while  red  fescue  had  the 
lowest  concentrations  and  total  uptake  of  cadmium  and  zinc.  Concentra¬ 
tions  of  cadmium  and  zinc  in  the  four  grass  species  were  relatively  low 
compared  to  previous  WES  research. 

Results  of  the  plant  bioassay  indicate  that  the  disposal  site 
should  not  be  disturbed.  The  river  should  be  dredged  from  river  channel 
No.  2  toward  river  channel  No.  1  and  the  material  placed  on  the  dis¬ 
posal  site  such  that  river  channel  No.  2  is  covered  with  river  channel 
No.  1.  The  north  bank  material  should  be  used  as  the  final  cover  mate¬ 
rial  for  the  disposal  site. 
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PLANT  BIOASSAY  OF  MATERIALS  FROM  THE 
BLUE  RIVER  DREDGING  PROJECT 

PART  I:  INTRODUCTION 

Background 


1.  During  planning  for  the  entire  reach  of  the  Blue  River  Channel 
Modification  Project  (22.5  km),  chemical  analysis  data  collected  by  the 
Environmental  Protection  Agency  (USEPA  1979)  for  the  river  sediments 
showed  potential  problems  with  polychlorinated  biphenyls  (PCB's)  and 
certain  toxic  metals,  such  as  cadmium  and  zinc.  These  data  and  the  pro¬ 
posed  plan  for  disposal  of  river  sediments  were  reviewed  by  personnel  of 
the  U.  S.  Army  Engineer  Waterways  Experiment  Station  (WES),  Vicksburg, 
Miss.  Some  concern  was  expressed  regarding  the  enhancement  of  the  bio¬ 
availability  of  cadmium  and  zinc  in  the  dredged  material.  Recent  re¬ 
search  results  at  the  WES  have  documented  a  tenfold  increase  in  the 
uptake  of  cadmium  by  plants  grown  on  contaminated  sediments  placed  in  an 
upland  environment  compared  to  the  uptake  of  cadmium  grown  on  the  same 
contaminated  sediment  under  flooded  conditions.  It  was  decided  that  an 
investigation  be  conducted  to  collect  additional  data  to  better  predict 
the  impact  of  placing  these  materials  in  an  upland  environment. 

Scope  of  Work 

2.  A  standard  plant  bioassay  test  and  associated  chemical  analy¬ 
ses  were  performed  on  sediment  and  bank  material  from  a  reach  of  the 
Blue  River  which  had  been  identified  by  EPA  testing  to  have  potentially 
high  concentrations  of  cadmium  and  zinc.  The  same  tests  and  analyses 
were  performed  on  soil  from  a  proposed  disposal  site,  one  of  several  in 
the  area.  The  objectives  of  the  test  were  to  determine  the  availability 
and  extent  of  plant  uptake  of  cadmium  and  zinc  that  would  occur  when  the 
dredged  material  was  placed  in  an  upland  environment  and  seeded  to  grass 
In  addition,  the  results  of  the  tests  were  to  be  used  to  formulate  a 
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suggested  disposal  plan  for  the  materials  such  that  potentially  harmful 
materials  could  be  separated  from  the  biologically  active  areas. 
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PART  I  I  :  METHODS  AND  MATER  1  AI.S 


Field  Techniques 


Sediment-soi 1  locat ion 

3.  Locations  oi  composite  samples  taken  of  each  sediment  and  soil 
are  illustrated  in  Figure  1.  The  Blue  River  was  sampled  at  two  places. 
Bank  material  was  sampled  from  the  north  bank,  across  from  one  of  the 
river  channel  (.RC)  sample  sites.  Soil  from  one  of  the  proposed  disposal 
sites  was  also  sampled. 


Samp l ing  and  handl ing 

4.  River  channel  sediments  were  taken  with  a  dragline  sampler. 


The  bucket  on  the  dragline  was  positioned  over  the  middle  of  the  channel 
and  lowered  into  the  water.  On  bottom  impact,  it  was  dragged  back  along 
the  bottom  until  reaching  the  hank.  The  bucket  was  raised  out  of  the 
water,  positioned  ovei  a  208-£  (55-gall  drum  lined  with  polyethylene, 
and  the  sediment  poured  into  the  drum.  The  bucket  removed  a  75-  by  61- 
by  30-cm  volume  of  sediment  with  each  drag.  Four  such  drags  filled  the 
drum.  The  dragline  sampler  was  moved  upstream  15  m  where  a  duplicate 
drum  was  filled  by  the  same  procedure.  These  drums  represented  the  sed¬ 
iment  sample  river  channel  No.  1  (RC-l).  The  sampler  was  moved  upstream 
450  m  where  the  procedure  was  repeated  to  collect  two  more  drums  of  sedi¬ 
ment.  These  samples  represented  the  sediment  sample  river  channel  No.  2 
(RC-2 ) . 

5.  The  bank  material  was  sampled  using  a  churn  drill  sampler.  A 
churn  drill  pushed  a  12.7-  by  91.4-cm  tube  into  the  soil  to  a  depth  of 
3.05  m.  The  soil  inside  the  tube  was  deposited  into  a  drum  lined  with 
polyethylene  as  described  above.  The  drill  sampler  was  moved  50  cm  and 
another  3.05-m  bank  sample  was  taken  and  placed  into  the  drum.  This 
procedure  was  repeated  until  the  drum  was  full  (a  total  of  four  times). 
The  drill  sampler  was  moved  15  m  upstream  where  a  duplicate  drum  was 
filled  using  the  same  procedure. 

6.  The  above  sampling  methods  for  bank  and  river  channel  materi¬ 
als  resulted  in  a  composite  sample  of  the  material  that  is  to  be  removed 
during  the  dredging  project.  The  bank  will  be  excavated  to  a  depth 
(thickness)  down  to  the  waterline  of  approximately  3.05  m,  the  river 
channel  to  a  depth  of  1.5  m. 

7.  The  proposed  disposal  site  was  sampled  using  a  shovel  and  a 
small  plastic  bucket.  Random  soil  samples  were  taken  and  deposited  into 
duplicate  208-£  drums.  The  208-£  drums  were  also  prepared  as  described 
above . 

8.  Sediments  and  soils  were  collected  on  26  June  1980.  Two  208-£ 
drums  of  each  sediment  or  soil  provided  a  sufficient  quantity  of  mate¬ 
rial  to  conduct  the  standard  plant  bioassay  test.  The  drums  were  sealed 
with  airtight  lids  and  transported  by  truck  to  the  WES. 
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Standard  Plant  Bioassav  'lests 


F.xper  imenta  1  design 

9.  The  experimental  design  was  a  randomized  complete-block  and 
included  the  four  materials  from  the  Blue  River  plus  a  WES  reference 
soil,  five  plant  species,  fertilizer  addition  versus  no  fertilizer  addi¬ 
tion,  and  upland  disposal  condition,  each  replicated  three  times. 

Sed  1  men  t  p  rejia  ra  t  i  on 

10.  Upon  arrival  at  the  WES  (30  June  1980),  the  sediments/soils 
were  placed  into  2-m  by  2-m  by  14-cm  wooden  drying  flats  lined  with  a 
sheet  of  polyethylene.  Each  of  the  sedments/soils  was  mixed  well  after 
being  placed  into  the  drying  flats,  a  1-f.  plastic  sample  bottle  was 
filled  with  each  material  collected,  and  the  sediments/soils  were  al¬ 
lowed  to  air  dry .  The  sediments/soils  were  turned  twice  daily  so  that 
they  dried  as  evenly  as  possible. 

11.  The  air-dried  soils  were  subsequently  ground  in  a  Kelly  Du¬ 
plex  grinder  (The  Duplex  Mill  and  Manufacturing  Company,  Springfield, 
Ohio)  to  pass  a  2-mm  screen  and  mixed  well  before  being  placed  into 
plastic  buckets.  The  river  sediments  were  coarse  sands  and  gravels, 
hence  grinding  and  screening  were  not  necessary.  Two  complete  sets  of 
experimental  units  were  prepared.  One  set  was  unfertilized  while  the 
other  set  was  fertilized  with  100  pg  g  ^  of  nitrogen  (N)  as  ammonium 
sulfate,  100  pg  g  '  phosphorus  (P)  as  sodium  phosphate,  and  100  pg  g  * 
potassium  (K)  as  potassium  chloride. 

Exper imenta 1  unit 

12.  A  schematic  diagram  of  the  standard  plant  bioassay  apparatus 
is  shown  in  Figure  2.  A  sma 1 1  inner  bucket  rested  on  polyvinyl  chloride 
(PVC)  pipe  inside  a  larger  outer  bucket.  Six  6.35-mm-diam  holes  were 
drilled  in  the  bottom  of  the  inner  bucket;  these  were  covered  with  a 
2.54-cm  polyurethane  sponge  overlaid  with  a  2.54-cm  layer  of  washed 
quartz  sand.  The  sand  and  sponge  acted  as  a  filter  to  keep  the 
sediment/soil  from  draining  out  the  bottom  of  the  small  bucket.  Holes 
in  the  small  bucket  also  allowed  water  movement  into  and  out  of  the 
sediment/soi 1 . 


q 


r 


Figure  2-  Schematic  of  the  experimental  unit  used 
for  the  Blue  River  plant  bioassay 

13.  After  the  sediment/soil  had  been  placed  into  the  container, 
a  soil  moisture  tensiometer  was  inserted  into  each  sed iment/soi 1  for 
the  measurement  of  soil  moisture. 

Water  supply 

14.  The  source  of  water  used  in  the  experiment  was  deionized  wa¬ 
ter  obtained  from  a  Continental  Model  3230  Reverse  Osmosis  (RO)  water 
system . 

Gr e en h o use  environ men t 

15.  The  plant  growth  portion  of  the  experiment  was  conducted  from 
mid-July  1980  to  mid-October  1980.  The  temperature  regime  of  the  green¬ 
house  was  maintained  at  32.2°C  daytime  maximum  and  21.1°C  nighttime  min¬ 
imum.  Relative  humidity  generally  varied  from  50  percent  at  maximum 
daytime  temperature  to  near  100  percent  at  nighttime  temperature  minimum. 
Day  length  varied  from  14  hr  in  July  to  11.5  hr  in  mid-October.  No  sup¬ 
plemental  artificial  lighting  was  used. 
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Sediment  disposal  condit 1  on 

16.  A  recent  WF.S  study  (Folsom,  Lee,  and  Bates  1981)  indicated 
that  certain  toxic  metals,  especially  cadmium  and  to  a  lesser  extent 
zinc,  were  more  plant  available  under  an  oxidized-upland  moisture  re¬ 
gime.  Therefore,  the  water  regime  ot  the  sediment/soil  was  maintained 
between  the  ireely  draining-unbound  water  situation  and  field  capacity 
(0.0  percent  and  33.3  percent  reading  on  the  tensiometer,  respectively). 
This  represented  an  upland  disposal  condition.  When  watering  was  neces¬ 
sary,  the  procedure  was  as  follows:  the  water  level  in  the  outer  pot 
was  brought  up  to  the  level  of  sediment  in  the  inner  pot  and  allowed  to 
stand  until  the  tensiometer  read  0.0  percent.  During  this  time,  water 
entered  the  sediment  through  the  holes  in  the  bottom  of  the  container 
(Figure  2).  After  the  0.0  percent  reading  was  obtained,  the  water  was 
completely  siphoned  out  of  the  large  container  and  any  water  remaining 
in  the  sediment  was  allowed  to  drain  out  the  bottom  of  the  inner 
container . 

Plants 

17.  Three  of  the  plant  species  used  are  commonly  grown  in  the 
Kansas  City  area  and  included:  Cynodon  dactylon  (common  bermuda  grass), 
Festuca  arundinacea  (tall  fescue),  and  Poa  pratensis  (Kentucky  blue- 
grass).  Another  species,  Festuca  rubra  (red  fescue),  was  grown  because 
it  has  been  shown  to  take  up  much  less  heavy  metals  than  the  other  three 
species.  The  WES  index  plant,  Cyperus  esculentus ,  was  grown  to  allow 
comparison  of  heavy  metal  uptake  with  other  WES  data  on  heavy  metal 
uptake . 

Planting,  growing, 

and  harve s ting  techniques 

18.  Seeds  of  common  bermuda,  tall  fescue,  red  fescue,  and  Ken¬ 
tucky  bluegrass  were  planted  at  seeding  rates  recommended  by  the  Mis¬ 
souri  Agricultural  Experiment  Station  for  the  Kansas  City  area  and  are 
shown  in  Table  1.  The  seeds  were  planted  by  first  weighing  out  the  ap¬ 
propriate  quantity  into  a  plastic  weighing  dish  and  then  spreading  the 
seeds  on  the  surface  of  the  sediment/soi’i  in  the  bucket.  Five  tubers 
of  C.  esculentus  were  planted  in  each  bucket.  A  0.5-cm  layer  of 
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sediment/soil  that  had  been  previously  removed  from  each  bucket  was 
spread  evenly  over  the  seeds,  the  sediment  surface  sprayed  gently  with 
water,  and  then  the  bucket  capped  with  its  included  lid  until  seed  germ¬ 
ination  occurred.  After  germination,  the  lids  were  permanently  removed. 
Common  bermuda  and  C.  esculentus  were  allowed  to  grow  45  days  before 
harvest.  Tall  fescue,  red  fescue,  and  Kentucky  bluegrass  were  allowed 
to  grow  63  days  before  harvest.  After  the  respective  plant  growth 
periods,  the  aboveground  plant  material  was  harvested,  rinsed  with  RO 
water,  blotted  with  paper  towels,  and  dried  to  constant  weight  at  70°C. 
Aboveground  plant  yield  was  composed  of  leaves,  stems,  seeds,  and  dead 
leaf  tissue.  Only  the  plant  leaves  were  ground  into  a  coarse  powder 
with  a  Wiley  mill  (Model  No.  4)  and  analyzed  for  metals. 

Laboratory  Procedures 

Chemical  analysis  of  plant  material 

19.  An  aliquot  of  powdered  leaf  material  of  each  of  the  five  spe¬ 
cies  was  digested  and  analyzed  for  the  acid-di gestable  metals  zinc  (Zn) 
and  cadmium  (Cd) .  Samples  of  standard  orchard  leaves  (National  Bureau 
of  Standards  SRM-1571)  were  also  digested  and  analyzed  for  zinc  and  cad¬ 
mium  to  estimate  effectiveness  of  the  acid  digestion  procedure. 

Nitric  acid  digestion 

20.  The  nitric  acid  digestion  was  accomplished  by  the  following 
procedure.  Two  grams  of  oven-dried  plant  material  (weighed  by  differ¬ 
ence  to  the  nearest  0.1  mg)  was  placed  into  a  100-n£  micro-Kjeldahl 
flask.  Fifteen  millilitres  of  concentrated  nitric  acid  was  added,  the 
mixture  placed  on  a  digestion  rack,  heated  until  almost  dry,  and  then 
allowed  to  cool  to  room  temperature.  Five  millilitres  of  red  fuming 
nitric  acid  was  then  added  and  the  solution  was  heated  to  almost  dry¬ 
ness.  The  mixture  was  allowed  to  cool  to  room  temperature  and  was  di¬ 
luted  with  30  m£  1.2  N  hydrochloric  acid  (HC1).  The  solution  was  quan¬ 
titatively  transferred  into  a  50-m£  volumetric  flask  with  1.2  N  HC1, 
filtered  through  Whatman  No.  42  filter  paper,  and  diluted  to  volume  with 
1.2  N  HC1 . 
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Chemical  analysis  of  sediments 

21.  All  sediments/soils  were  extracted  with  a  diethylenet r i amine- 
pentaacetic  acid  (DTPA)  procedure  (Lee,  Sturgis,  and  Landin  1976)  to  es¬ 
timate  plant  available  concentrations  of  cadmium  and  zinc.  The 
sediments/soils  were  also  subjected  to  an  acid  digest  (Folsom,  Lee,  and 
Bates  1981)  for  an  estimate  of  total  quantities  of  cadmium  and  zinc. 

The  sediments/soils  were  also  subjected  to  a  distilled  water  leach  (mod¬ 
ified  elutriate  test,  1  volume  sediment  plus  4  volumes  distilled  water). 
Other  chemical  parameters  determined  on  the  sediments/soils  included 
total  Kjeldahl  nitrogen  (TKN),  total  phosphorus  and  potassium,  calcium 
carbonate  equivalent,  wet  and  dry  pH,  and  total  sulfur. 
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PART  III:  RESULTS  AND  DISCUSSION 


Sediment  Physical  and  Chemical  Parameters 


22.  Selected  chemical  and  physical  parameters  of  the  sediments 
and  soils  are  presented  in  Table  2.  A  complete  list  of  the  data  is  pre¬ 
sented  in  Appendix  A.  Both  river  sediments  were  coarser,  had  higher 
pH's,  and  had  greater  calcium  carbonate  (CaCO^)  equivalents  than  either 
north  bank  or  disposal  site  soils.  The  river  channel  materials  were 
considered  coarse  calcareous  sands  while  the  north  bank  soil  was  con¬ 
sidered  to  be  a  calcareous  loam,  and  the  disposal  site  soil  a  calcareous 
clay.  The  result  of  fertilizer  addition  for  agricultural  crop  pro¬ 
duction  was  reflected  in  the  increased  levels  of  TKN,  total  phosphorus 
(HNO^TP) ,  and  total  potassium  (HNO^K) .  All  of  these  concentrations, 
however,  were  well  within  the  normal  range  generally  found  in  sediments/ 
soils  (Folsom,  Lee,  and  Bates  1981).  The  reduced  nature  of  the  flooded 
river  channel  sediments  was  reflected  in  their  higher  total  sulfur  (To¬ 
tal  S)  contents  compared  to  north  bank  and  disposal  site  soils. 


Extractable  Heavy  Metals 


23.  The  toxic  metals  cadmium  and  zinc  in  the  sediments/soils  ex¬ 
tractable  by  DTPA,  nitric  acid  (HNO^),  and  distilled  water  are  presented 
in  Table  3.  The  river  sediments  generally  contained  more  cadmium  and 
zinc  than  the  north  bank  or  disposal  site  soils.  The  cadmium  content  of 
the  river  sediments  was  approximately  one  half  that  reported  by  USEPA 
(1979).  These  lower  values  may  be  a  result  of  a  composite  sample  being 
collected  with  a  drag  line  across  the  width  of  the  river  channel  whereas 
the  EPA  samples  consisted  of  a  shallower  grab  sample  at  each  location  in 
the  river.  Cadmium  extractable  by  DTPA,  however,  indicated  that  the 
cadmium  present  in  the  river  channel  sediments  would  have  limited  plant 
availability. 

24.  Water-extractable  concentrations  of  cadmium  (Table  3)  were 
very  low.  Water-extractable  zinc  from  the  Blue  River  materials  was  also 
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very  low.  These  low  water-extractable  values  indicated  that  the  cadmium 
and  zinc  in  the  Blue  River  materials  were  not  water  soluble  and  there¬ 
fore  should  have  very  restricted  mobility  out  of  these  materials. 

Plant  Growth 

25.  Plant  growth  of  common  bermuda  on  the  sediments/soils  from 
the  Blue  River  and  the  reference  sediment  (Openwood  Lake)  is  shown  in 
Figure  3.  Plant  growth  on  the  Blue  River  materials  was  less  than  that 
on  the  reference  sediment.  Plant  growth  on  north  bank  soil  and  river 
channel  No.  1  sediment  was  greater  than  that  on  river  channel  No.  2  sed¬ 
iment  or  disposal  site  soil.  The  soil  from  the  disposal  site  did  not 
support  growth  of  common  bermuda.  The  presence  of  herbicides  applied 
for  weed  control  could  explain  the  lack  of  growth  of  common  bermuda  on 
disposal  site  soil. 

26.  Growth  of  the  WES  index  plant,  C.  esculentus ,  was  similar  to 
that  of  common  bermuda  except  that  growth  did  occur  on  the  disposal  site 
soil  (Figure  4). 

27.  Plant  growth  (and  even  survival)  of  red  fescue,  tall  fescue, 
and  Kentucky  bluegrass  was  much  less  than  that  of  either  common  bermuda 
or  C.  esculentus . 

Plant  Yield 

28.  Yield  data  for  the  four  plant  species  and  the  WES  index  plant 
are  presented  in  Table  4.  Each  species  was  grown  on  sediments/soils 
that  had  been  amended  with  N,  P,  and  K  fertilizer.  All  species  (except 
5-  esculentus)  were  grown  on  the  same  materials  (except  Openwood  Lake) 
without  the  N,  P,  and  K  ferti’izer  addition. 

29.  The  data  presented  in  Table  4  indicate  that  common  bermuda 
had  the  highest  yield  of  all  the  species.  Yields  of  red  fescue,  tall 
fescue,  and  Kentucky  bluegrass  were  lower  with  more  than  70  percent  of 
them  being  less  than  0.5  g  oven-dry  weight.  Yield  of  C.  esculentus  was 
somewhat  less  than  common  bermuda  but  much  greater  than  either  red  or 


Figure  3.  Growth  of  common  Bermuda  grass  on  sediments  and 
soils  from  the  Blue  River,  Kansas  City,  Mo.,  and  reference 
sediment  from  Openwood  l.ake,  Vicksburg,  Miss. 


Figure  4.  Growth  of  C.  escu  1  entus  on  sedinenL-  and  soils 
from  the  Blue  River,  Kansas  City,  Mo.,  and  reference  sedi 
ment  from  Openwood  l.ake,  Vicksburg,  Miss. 


tall  fescue  or  Kentucky  bluegrass  (even  though  red  and  tall  fescue  and 
Kentucky  bluegrass  were  allowed  to  grow  18  days  longer  than  C.  esculen- 
tus  and  common  bermuda).  The  addition  of  fertilizer  increased  the  yield 
of  common  bermuda  but  did  not  increase  the  yield  of  the  other  species. 

30.  Seed  germination  and  initial  growth  of  red  fescue,  tall  fes¬ 
cue,  and  Kentucky  bluegrass  were  extremely  slow.  This  was  a  result  of 
the  seed  used,  species  characteristics,  and  greenhouse  growth  environ¬ 
ment  and  not  due  to  any  phytotoxic  effect  due  to  the  materials  from  the 
Blue  River.  The  poor  yield  of  these  species  in  the  Openwood  Lake  ref¬ 
erence  sediment  supports  this  conclusion. 

Plant  Concentrations  of  Cadmium  and  Zinc 


31.  Concentrations  of  cadmium  and  zinc  in  tissue  of  the  five 
plant  species  are  illustrated  in  Table  5.  Concentrations  of  cadmium  in 
the  index  plant,  C.  esculentus ,  varied  from  0.477  (Jg  g  1  on  north  bank 
soil  to  0.919  pg  g  1  on  river  channel  No.  2  sediment.  This  range  in 
cadmium  concentration  was  lower  than  that  found  in  a  previous  WES  study 
(Folsom,  Lee,  and  Bates  1981)  for  C.  esculentus  where  cadmium  concentra¬ 
tions  ranged  from  around  1.0  pg  g  1  up  to  20.8  pg  g  The  upland  fer¬ 
tilized  condition  used  in  the  present  study  would  represent  a  situation 
where  maximum  plant  concentration  of  cadmium  would  be  expected  to  occur 
(Folsom,  Lee,  and  Bates  1981).  However,  as  indicated  above,  cadmium  in 
the  index  plant  grown  in  this  study  was  much  lower  compared  to  the  re¬ 
sults  of  the  WES  study,  indicating  that  the  cadmium  in  the  Blue  River 
sediments  (especially  the  river  channel  sediments)  was  relatively  un¬ 
available  for  plant  uptake.  Consequently,  cadmium  in  the  other  grass 
species  should  also  be  low. 

32.  Concentration  of  zinc  in  the  index  plant  varied  from  a  low  of 
66.7  pg  g  1  on  river  channel  No.  2  sediment  to  a  high  of  124.1  pg  g  '  on 
disposal  site  soil.  This  range  in  zinc  concentration  was  also  on  the 
low  end  of  zinc  concentrations  in  C.  esculentus  found  in  the  previous 
WES  study.  Therefore,  zinc  in  the  other  plant  species  should  also  be 
expected  to  ne  low. 


33.  Cadmium  and  zinc  concentrations  in  tall  fescue  were  generally 
lower  than  those  found  for  this  same  species  in  several  other  studies. 
Tall  fescue  grown  on  dredged  material  used  in  an  area  strip  mine  recla¬ 
mation  study  in  Illinois  (Perrier,  Llopis,  and  Spaine  1980)  had  a  mean 
cadmium  concentration  of  0.44  pg  g  1  and  an  average  zinc  concentration 
of  196.5  (Jg  g  * .  The  mean  cadmium  concentration  in  fescue  grown  on  the 
same  site  a  year  later  was  0.73  pg  g  *  and  ranged  up  to  2.55  (Jg  g  * ;  the 
mean  zinc  concentration  was  67.3  pg  g  1  and  ranged  up  to  227.7  pg  g  1 
(Simmers  et  al.  1981).  Alloway  and  Davies  (1971)  found  zinc  concentra¬ 
tion  in  fescue  grown  on  contaminated  mine  spoil  to  range  from  65.0  to 
350  pg  g  * .  Palazzo  (1977)  found  cadmium  and  zinc  concentrations  in 
tall  fescue  grown  on  sewage  sludge  amended  soils  to  be  0.97  and 

107  pg  g  respectively. 

34.  Few  data  on  cadmium  and  zinc  concentrations  on  Kentucky  blue- 
grass  or  red  fescue  exist  in  the  literature.  Palazzo  (1977),  in  a  study 
on  reclamation  of  acid  dredged  soils  amended  with  sewage  sludge  and 
lime,  found  Kentucky  bluegrass  to  contain  between  0.44  and  0.58  pg  g  * 
cadmium  and  69  to  89  pg  g  1  zinc.  The  cadmium  and  zinc  content  of  Ken¬ 
tucky  bluegrass  in  the  present  study  was  higher  than  that  found  by 
Palazzo  (1977)  with  the  cadmium  concentration  in  the  Kentucky  bluegrass 
grown  on  the  river  channel  No.  2  sediment  being  as  high  as  1.907  pg  g  * . 
The  higher  concentrations  of  cadmium  and  zinc  in  the  present  study  were 
a  result  of  restricted  growth  and  low  yields  of  Kentucky  bluegrass. 
Palazzo  (1977)  found  that  the  concentration  of  cadmium  in  red  fescue  was 
less  (0.36  pg  g  )  than  in  either  tall  fescue  (0.97  pg  g  *)  or  Kentucky 
bluegrass  (0.44  pg  g  *).  No  data  could  be  found  on  cadmium  and  zinc 
concentrations  in  common  bermuda  grass. 

35.  In  general,  plant  concentrations  of  cadmium  and  zinc  in  com¬ 
mon  bermuda,  red  fescue,  and  Kentucky  bluegrass  varied  in  the  order  of 
river  channel  No.  2  sediment  >  river  channel  No.  1  sediment  >  north  bank 
soil  >  disposal  site  soil.  Tall  fescue  did  not  show  such  pronounced 
differences;  however,  the  highest  concentrations  of  cadmium  and  zinc 
were  found  in  plants  grown  in  river  channel  No.  2  sediment.  Considering 
both  fertilized  and  unfertilized  materials,  red  fescue  had  the  lowest 
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concentrations  of  cadmium  and  zinc  compared  to  the  other  grass  species. 

36.  It  is  extremely  difficult  to  extrapolate  the  metal  uptake 
data  from  the  grasses  tested  in  this  study  to  other  plant  species. 

Data  on  toxic  metal  uptake  from  dredged  material  by  agricultural  crops 
are  limited.  Lee,  Engler,  and  Mahloch  (1976)  reviewed  this  available 
information.  They  discussed  information  from  Dutch  researchers  that 
indicated  more  uptake  of  cadmium  from  contaminated  dredged  material  by 
certain  leafy  agricultural  crops  such  as  lettuce  and  radish  leaves  than 
of  other  crops  such  as  wheat  (Figure  5).  Assuming  cadmium  uptake  by 
wheat  is  comparable  to  the  grasses  used  in  the  present  study  and  based 
on  the  Dutch  data,  it  is  conceivable  that  if  leafy  vegetables  were 
grown  on  the  Blue  River  dredged  material  that  they  might  take  up  more 
cadmium  than  the  grasses  tested  in  this  study.  Additional  testing  is 
required  to  determine  the  validity  of  these  assumptions. 

37.  There  is  considerable  information  on  toxic  metal  uptake  from 
sewage  sludge  amended  soils.  Assuming  that  toxic  metal  availability 
from  sludges  is  comparable  to  dredged  material,  leafy  vegetables  grown 
on  sewage  sludges  have  been  reported  to  take  up  rather  large  concen¬ 
trations  of  cadmium.  Chaney  and  Giordano  (1977)  have  compared  cadmium 
uptake  by  a  leafy  vegetable  like  swiss  chard  to  that  of  soybeans  grown 
on  cadmium-contaminated,  sludge-amended  soil.  Examples  of  the  rela¬ 
tive  concentrations  of  cadmium  in  these  crops  were  reported  as  7.0  pg/g 
Cd  in  swiss  chard  leaves  compared  to  5.7  pg/g  Cd  in  soybean  leaves  and 
2.6  pg/g  Cd  in  soybean  grain.  These  data  suggest  that  the  relative  Cd 
uptake  from  Cd-contaminated  media  might  be  leafy  vegetables  most,  wheat 
and  grasses  least,  and  soybeans  somewhere  in  between.  The  preceding 
discussion  of  the  present  test  results  with  available  literature  is 
extremely  difficult  to  substantiate  without  additional  plant  bioassay 
testing.  However,  until  additional  data  are  obtained  on  metal  uptake 
by  agricultural  crops  other  than  the  grasses  tested  in  this  study,  the 
use  of  the  disposal  site  receiving  the  Blue  River  sediments  should  be 
limited  to  grasses. 
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Tota  1  PKant_U£t^ke  of  Cadmium  and  Zinc 

38.  Total  plant  uptake  (concentration  times  aboveground  yield) 
represents  the  actual  amount  of  heavy  metals  potentially  mobilized  to 
the  environment.  Even  though  one  plant  species  may  have  a  lower  heavy 
metal  concentration  than  another  plant  species,  the  total  yield  of  the 
plant  with  the  lower  heavy  metal  concentration  may  be  much  greater  than 
the  plant  species  with  the  higher  heavy  metal  concentration  (i.e.,  a  di¬ 
lution  effect  due  to  increased  plant  growth).  Therefore,  total  plant 
uptake  must  be  considered  as  well  as  plant  concentration. 

39.  Total  plant  uptake  of  cadmium  and  zinc  by  the  test  species 
and  the  WES  index  plant  is  illustrated  in  Table  6.  Suppressed  plant 
growth  on  river  channel  No.  2  sediment  resulted  in  elevated  plant  con¬ 
centrations  of  cadmium  and  zinc  (i.e.,  the  highest  plant  concentrations 
of  cadmium  and  zinc  in  plants  grown  on  river  channel  No.  2  sediment  did 
not  result  in  the  highest  total  uptake).  Plant  growth  was  much  better 
on  north  bank  soil  compared  to  the  other  sediments/soi Is ,  which  resulted 
in  higher  total  plant  uptake  of  cadmium  and  zinc.  Since  common  bermuda 
produced  the  greatest  yield  of  the  grasses  tested,  it  had  the  greatest 
total  uptake  of  cadmium  and  zinc.  Red  fescue  showed  some  of  the  lowest 
plant  concentrations  and  total  uptake  of  cadmium  and  zinc  compared  to 
those  of  the  other  grass  species,  even  on  river  channel  No.  2  sediment. 

40.  While  the  data  in  Table  6  show  statistically  significant  in¬ 
creases  in  total  uptake  of  cadmium  and  zinc  by  common  bermuda  and  C. 
esculentus ,  the  values  are  very  low  (micrograms  per  pot).  This  indi¬ 
cates  relatively  low  mobility  of  these  toxic  metals  into  grasses  grown 
on  the  sediments  to  be  dredged  from  the  Blue  River. 


PART  IV:  CONCLUSIONS  AND  RECOMMENDATIONS 


Conclusions 

41.  A  pLant  bioassay  and  associated  chemical  tests  were  performed 
on  sediment  and  bank  material  from  the  Blue  River  and  soil  from  a  pro¬ 
posed  disposal  site.  The  objectives  of  the  test  were  to  determine  the 
availability  and  extent  of  plant  uptake  of  cadmium  and  zinc  that  would 
occur  when  the  dredged  material  was  placed  in  an  upland  environment  and 
seeded  to  grass.  In  addition,  the  results  of  the  test  were  used  to 
formulate  a  suggested  disposal  plan  for  the  materials. 

42.  Common  bermuda  grass  had  the  greatest  yield  of  all  the  spe¬ 
cies.  Yields  of  red  fescue,  tall  fescue,  and  Kentucky  bluegrass  were 
low  with  more  than  70  percent  of  them  being  less  than  0.5  g  oven-dry 
weight.  Yield  of  C.  esculentus  was  somewhat  less  than  common  bermuda 
but  much  greater  than  either  the  fescues  or  Kentucky  bluegrass.  Best 
plant  growth  for  all  species  was  observed  on  the  north  bank  material. 

43.  Concentration  of  cadmium  and  zinc  in  the  index  plant,  Cyperus 
esculentus ,  was  relatively  low  compared  to  recent  research  data  col¬ 
lected  at  the  WES.  These  results  indicated  that  the  cadmium  and  zinc  in 
the  river  sediments  were  relatively  unavailable.  Consequently,  concen¬ 
trations  of  cadmium  and  zinc  in  the  other  grasses  were  relatively  low. 

44.  In  general,  plant  concentrations  of  cadmium  and  zinc  in  com¬ 
mon  bermuda,  red  fescue,  and  Kentucky  bluegrass  varied  in  the  order  of 
river  channel  No.  2  sediment  >  river  channel  No.  1  sediment  >  north  bank 
soil  >  disposal  site  soil.  Tall  fescue  did  not  show  such  pronounced 
differences;  however,  the  highest  concentrations  of  cadmium  and  zinc 
were  found  in  plants  grown  in  river  channel  No.  2  sediment. 

45.  Suppressed  plant  growth  on  river  channel  No.  2  sediment  re¬ 
sulted  in  elevated  plant  concentrations  of  cadmium  and  zinc.  Since  com¬ 
mon  bermuda  grass  produced  the  greatest  yield  of  the  grasses  tested,  it 
had  the  greatest  total  uptake  of  cadmium  and  zinc.  Red  fescue  showed 
some  of  the  lowest  plant  concentrations  and  total  uptake  of  cadmium  and 
zinc  compared  to  the  other  grass  species  grown  on  soil  from  north  bank 


ami  river  channel  No.  1  sediment.  These  total  uptake  values  were  still 
relatively  low  compared  to  other  grasses  grown  on  contaminated  soils  and 
sediments . 


Recommendations 

46.  Based  upon  the  results  of  the  plant  bioassay  experiment,  the 
proposed  disposal  site  should  not  be  disturbed.  The  river  should  be 
dredged  from  river  channel  No.  2  toward  river  channel  No.  1.  The  mate¬ 
rial  should  be  placed  on  the  disposal  site  such  that  river  channel  No.  2 
is  covered  with  river  channel  No.  1.  The  north  bank  material  should  be 
used  as  the  final  cover  material  for  the  disposal  site. 

47.  Plant  cover  could  be  established  by  planting  common  bermuda 
grass  in  the  early  summer  and  then  overseeded  with  red  fescue  in  the 
fall.  This  approach  to  the  disposal  of  these  materials  will  ensure  re¬ 
duced  mobility  of  the  cadmium  and  zinc  in  the  river  sediments.  Until 
additional  data  are  obtained  on  metal  uptake  by  agricultural  crops  other 
than  the  grasses  tested  in  this  study,  use  of  the  disposal  site  should 
be  limited  to  grasses. 
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Table  1 

Recommended  Seeding  Rates  of  Levee  Establishment  of  Common  Bermuda 
Grass ,  Tall  Fescue,  Red  Fescue,  and  Kentucky  Bluegrass 


Seeding  Rate 

Grass 

-2 

8  m 

Ih 

lb  acre 

g  bucket  1 

Common  bermuda 

7.3 

65 

0.207 

Tall  fescue 

3.4 

30 

0.095 

Red  fescue 

3.4 

30 

0.095 

Kentucky  bluegrass 

1 .  1 

10 

0.032 

Seed  rate  based  on  0.028-m  surface  area  oi  sediment/soil  in  the 
plastic  bucket. 


Table  2 

Selected  Chenical  and  Physical  Paraacters  of  Sediments 
and  Soils  froa  the  Blue  River.  Kansas  City.  Hissouri 


Duncan’s  Multiple  Range  Test  at  o  =  0.05  .  Meana  within  each  coluan  followed  by  the  saae  letter  are  not  significantly  different  at 
the  5  percent  level  of  probability. 

CV  =  Coefficient  of  variation,  percent. 


Table  4 

Yield  of  Common  Bermuda  Grass ^  Red  Fescue,  Tall  rescue »  Kentucky  Bluegrass 
and  the  Index  Plant,  Cyperus  esculentus ,  Grown  on  Sediments  and  Soils 


TN  =  Treatment  combination  not  evaluated. 

Duncan's  Multiple  Range  Test  at  a  =  0.05  .  Means  within  each  column  followed  by  the  same  letter  are  not  significantly 
different  at  the  5  percent  level  of  probability. 


Table  5 

Leaf  Concentration  of  Cadmium  and  2inc  in  Coaaon  Bermuda  Grass,  Red  Fescue, 
Tall  Fescue,  Kentucky  Bluegrass,  and  Cyperus  esculentus  Grown  on  Sediments 


Insufficient  sample  for  analysis. 

Not  determined. 

Treatment  combination  not  evaluated. 


Table  6 

Total  Uptake  of  Cadmium  and  Zinc  in  Common  Bermuda  Grass,  Red  Fescue 
Tall  Fescue,  Kentucky  Bluegrass,  and  Cyperus  esculentus  Grown  on 


Superscript  is  number  of  replicates  comprising  the  mean  value. 
IS  =  Insufficient  sample  for  analysis. 

NT)  =  Not  determined. 

TN  =  Treatment  combination  not  evaluated. 


KANSAS  CITY  PLANT  BIOASSAY  DATA 


SAMPLE  IDENTIFICATION  FOR  KANSAS  CITY  STUDY 
SEDIMENT 

DS  DISPOSAL  SITE 
R1  RIVER  CHANNEL  I 
R2  RIVER  CHANNEL  2 
NB  NORTH  BANK 
OP  OPENWOOD 

GRASS 

TF  TALL  FESCUE 
RF  RED  FESCUE 
KB  KENTUCKY  BIUEGRAS5 
CB  COMMON  BERMUDA 
CE  CYPERUS  ESCULENTUS 

TREATMENT 

F  FERTILIZED 
U  UNFERTILIZED 

MISSING  VALUES 

B  BELOW  REPORTABLE  LIMIT 
G  NO  GROWTH 
I  INSUFFICIENT  MATERIAL 
N  NOT  ANALYZED 

OTHER 

-  LESS  THAN  (<) 


A3 


KANSAS  CITY  PLANT  BIOASSAY  DATA 


SEDIMENT  DESCRIPTIVE  DATA 


COLUMN 

DATA 

SAMPLEID 

SEDIMENT, 

GRASS, REP 

SEDIMENT 

SEDIMENT 

LOCATION 

GRASS 

GRASS  SPECIES 

REP 

REPLICATE  NUMBER 

HN03_CD 

SEDIMENT 

TOTAL  CADMIUM  CONC.  (UG/G,ODU) 

HN03_K 

SEDIMENT 

TOTAL  POTASSIUM  CONC  (UG/G.ODW) 

HN03_ZN 

SEDIMENT 

TOTAL  ZINC  CONC.  (UG/G,DDW> 

HN03_TP 

SEDIMENT 

TOTAL  PHOSPHORUS  CONCCUG/G,ODU) 

TKN 

SEDIMENT 

TKN  CONC.  <UG/G,ODW) 

DTPA_CD 

SEDIMENT 

DTPA  CADMIUM  CONC.  (UG/G.ODW) 

DTPA_ZN 

SEDIMENT 

DTPA  ZINC  CONC.  (UG/G.ODW) 

WET_PH 

SEDIMENT 

PH  ON  ORIGINAL  MATERIAL 

DRY_PH 

SEDIMENT 

PH  ON  AIR  DRY  MATERIAL  Cl  TO  2) 

SAND 

SEDIMENT 

SAND  m 

CLAY 

SEDIMENT 

CLAY  U> 

SILT 

SEDIMENT 

SILT  C/.) 

CAC03 

SEDIMENT 

CAC03  (X,ODM) 

SEDIMENT  DESCRIPTIVE  DAT* 


SEDIMENT  DESCRIPTIVE  DATA 


R2CB3  R2  CB  3  7.033  227  5*  254  9A  0.573  100.7  4.15 


KANSAS  CITY  PLANT  BIOASSAY  DATA 
WATER  EXTRACTABLE  DATA 


column 

sampleid 

SEDIMENT 

REP 

WATER_CD 

WATER_ZN 


DATA 

SEDIMENT, REP 


SEDIMENT  LOCATION 
REPLICATE  number 

WATER  EXTRACTABLE 

water  extractable 


CADMIUM  (PPM, 1  TO  A) 
ZINC  (PPM,1  TO  A) 


A8 


KANSAS  CITY  PLANT  BIOASSAY  DATA 
WATER  EXTRACTABLE  DATA 


SAMPLEID 

SEDIMENT 

REP 

WATER_CD 

WATER_ZN 

DS1 

DS 

1 

0.0016 

0.020 

DS2 

DS 

2 

0.0018 

0.019 

DS3 

DS 

3 

0.0015 

0.021 

NB1 

NB 

1 

0 .0005 

0.013 

NB2 

NB 

2 

0.0005 

0.014 

NB3 

NB 

3 

0.0005 

0.016 

OP1 

OP 

I 

0.0016 

0.114 

0P2 

OP 

2 

0.0012 

0.107 

0P3 

OP 

3 

0.0013 

0.107 

Rll 

R1 

1 

0.0012 

0.012 

R12 

RI 

2 

0.0010 

0.011 

R13 

R1 

3 

0.0009 

0.010 

R21 

R2 

1 

0.0004 

0.007 

R22 

R2 

2 

0.0003 

0.007 

R23 

RE 

3 

0.0003 

B 

A9 


KANSAS 

CITY  PLANT 

BIOASSAY 

DATA 

SEDIMENT  SULFUR  DATA 

SEDIMENT 

TOT  AL_S 

SULFIDE 

SULFATE 

DS 

250 

-10 

-33 

NB 

320 

-10 

-33 

OP 

<*20 

-10 

128 

R1 

1010 

73 

672 

R2 

950 

52 

512 

All 


KANSAS  CITY  PLANT  BIOASSAY  DATA 
PLANT  BIOMASS  DATA 
COLUMN  DATA 

SAMPLEID  SEDIMENT, GRASS, TREATMENT, REP 
SEDIMENT  SEDIMENT  LOCATION 

GRASS  GRASS  SPECIES 

TREATMNT  "FERTILIZED  OR  "U"NFERTILIZED 

REP  REPLICATE  NUMBER 

LEAVES  PLANT  LEAF  BIOMASS  CG,ODW) 

STEMS  PLANT  STEM  BIOMASS  (G,ODW> 

SEEDS  PLANT  SEED  BIOMASS  CG.ODW) 

DEAD  PLANT  DEAD  MATERIAL  CG) 

TOTAL  PLANT  TOTAL  BIOMASS  CG,ODW> 


A12 


KANSAS  CITY  PLANT  BIOASSAY  DATA 


KANSAS  CITY  PLANT  BIOASSAY  DATA 


KANSAS  CITY  PLANT  BIOASSAY  DATA 


PLANT  BIOMASS  DATA 


000  0.000  0.100 


KANSAS  CITY  PLANT  BIOASSAY  DATA 
LEAF  CHEMISTRY  DATA 
COLUMN  DATA 

SAMPLEID  SEDIMENT , GRASS » TREATMENT » REP 

SEDIMENT  SEDIMENT  LOCATION 

GRASS  GRASS  SPECIES 

TREATMNT  "FERTILIZED  OR  "UNFERTILIZED 

REP  REPLICATE  NUMBER 

WEIGHT  WEIGHT  OF  LEAF  ANALYZED  CG.ODW) 

CADMIUM  LEAF  CADMIUM  CONC.  (UG/G,DDW> 

ZINC  LEAF  ZINC  CONC.  (UG/G) 


A18 
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KANSAS  CITY  PLANT  BIOASSAY  DATA 
LEAF  CHEMISTRY  DATA 


SAMPLEXD 

SEDIMENT 

GRASS 

TREATMNT 

REP 

WEIGHT 

CADMIUM 

ZINC 

DSCBF1 

DS 

CB 

F 

1 

G 

G 

G 

DSCBF2 

DS 

CB 

F 

2 

G 

G 

G 

DSCBF  J 

DS 

CB 

F 

3 

i .  <m 

0.295 

19.5 

;  DSCBU1 

DS 

CB 

U 

1 

X  .  998 

0.345 

20.3  j 

0SCBU2 

DS 

CB 

U 

2 

0.473 

0.378 

24.8  j 

DSCBUJ 

DS 

CB 

U 

3 

N 

N 

N 

DSCEF1 

DS 

CE 

F 

1 

1.995 

0.761 

143.0  i 

DSCEF2 

DS 

CE 

F 

2 

1.995 

0.761 

135.5 

DSCEF3 

DS 

CE 

F 

3 

1 . 99S 

0.786 

93.6 

DSKBF1 

DS 

KB 

F 

1 

G 

G 

G 

DSKBF2 

DS 

KB 

F 

2 

G 

G 

G 

D5KBF3 

DS 

KB 

F 

3 

I 

I 

1 

DSKBU1 

DS 

KB 

U 

l 

G 

G 

G  i 

DSKBU2 

DS 

KB 

U 

2 

0.062 

1.025 

82.7 

DSKBU3 

DS 

KB 

U 

3 

I 

I 

I 

DSRFF1 

DS 

RF 

F 

1 

I 

I 

I 

DSRFF2 

DS 

RF 

F 

2 

I 

I 

I 

0SRFF3 

DS 

RF 

F 

3 

I 

I 

I 

:  DSRFU1 

DS 

RF 

U 

1 

0.250 

0.434 

25.3 

;  DSRFU2 

DS 

RF 

U 

2 

0.089 

0.340 

20.6 

DSRFU3 

DS 

RF 

u 

3 

0.087 

0.788 

B 

DSTFF1 

DS 

TF 

F 

X 

1.419 

0.522 

24.1 

DSTFFZ 

DS 

TF 

F 

2 

0.232 

0.856 

20.4 

DSTFF3 

DS 

TF 

F 

3 

1 

I 

r 

DSTFU1 

DS 

TF 

U 

1 

1.998 

1.045 

34.3 

DSTFU2 

DS 

TF 

U 

2 

1.264 

0.743 

42.8 

DSTFU3 

DS 

TF 

U 

3 

N 

N 

N 

1 


KANSAS  CITY  PLANT  BIOASSAY  DATA 
LEAF  CHEMISTRY  DATA 


SAMPLEID 

SEDIMENT 

GRASS 

TREATMNT 

NBCBF1 

NB 

CB 

F 

NBCBF2 

NB 

CB 

F 

NBC8F3 

NB 

CB 

F 

NBCBU1 

NB 

CB 

U 

NBCBU2 

NB 

CB 

U 

NBCBU3 

NB 

CB 

U 

NBCEF1 

NB 

CE 

F 

NBCEF2 

NB 

CE 

F 

NBCEF3 

NB 

CE 

F 

NBKBF1 

NB 

KB 

F 

NBKBF2 

NB 

KB 

F 

NBKBF3 

NB 

KB 

F 

NBKBU1 

NB 

KB 

U 

NBKBU2 

NB 

KB 

U 

NBKBU3 

NB 

KB 

U 

NBRFF1 

NB 

RF 

F 

NZSRFF2 

NB 

RF 

F 

NBRFF3 

NB 

RF 

F 

NBRFU1 

NB 

RF 

U 

NBRFU2 

NB 

RF 

U 

NBRFU3 

NB 

RF 

u 

NBTFF1 

NB 

TF 

F 

NBTFF2 

NB 

TF 

F 

NBTFF3 

NB 

TF 

F 

NBTFU1 

NB 

TF 

U 

NBTFU2 

NB 

TF 

u 

NBTFU3 

NB 

TF 

u 

REP 

WEIGHT 

CADMIUM 

ZINC 

1 

1.998 

0.395 

17.9 

2 

1.998 

0.920 

22.9 

3 

1.998 

0.395 

28.8 

1 

N 

N 

N 

2 

N 

N 

N 

3 

N 

N 

N 

1 

1 . 995 

0.289 

63.6 

2 

1.995 

0.861 

105.9 

3 

1.995 

0.289 

85.9 

1 

1.629 

0.670 

96.8 

2 

0.071 

0.966 

195.5 

3 

1.998 

0.720 

80.9 

1 

1.998 

0.920 

69.9 

2 

I 

I 

I 

3 

0.953 

0.880 

121.3 

l 

0.899 

0.330 

90.7 

2 

0.135 

B 

8.9 

3 

0.109 

B 

1.2 

1 

1.109 

0.171 

20.6 

2 

N 

N 

N 

3 

I 

I 

1 

1 

1.998 

0.995 

99.9 

2 

0.935 

0.629 

31.2 

3 

0.623 

1.025 

79.9 

1 

1.671 

0.972 

93.5 

2 

N 

N 

N 

3 

N 

N 

N 
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KANSAS  CITY  PLANT  BIOASSAY  DATA 
LEAF  CHEMISTRY  DATA 


SAMPLEID 

SEDIMENT 

GRASS 

TREATMNT 

REP 

WEIGHT 

CADMIUM 

ZINC 

OPCBFI 

OP 

CB 

F 

1 

1  .  998 

N 

N 

OPCBF2 

OP 

CB 

F 

2 

1.998 

N 

N 

OPCBF3 

or 

CB 

F 

3 

1.998 

H 

N 

OPCEF1 

OP 

CE 

F 

1 

1.995 

0 . 986 

65.8 

OPCEF2 

OP 

CE 

F 

2 

1 . 995 

0.585 

51.0 

j  OPCEF3 

OP 

CE 

F 

3 

1.995 

1.061 

63.8 

OPKBF1 

OP 

KB 

F 

1 

N 

N 

H 

0PKBF2 

OP 

KB 

F 

2 

N 

N 

N 

OPKBF3 

OP 

KB 

F 

3 

N 

N 

N 

OPRFF1 

OP 

RF 

F 

1 

N 

N 

N 

0PRFF2 

OP 

RF 

F 

2 

0.161 

N 

N 

0PRFF3 

OP 

RF 

F 

3 

N 

N 

N 

OPT  FF 1 

OP 

TF 

F 

1 

N 

N 

N 

0PTFF2 

OP 

TF 

F 

2 

0.259 

N 

N 

OPTFF3 

OP 

TF 

F 

3 

0.537 

N 

N 

R1CBF1 

R 1 

CB 

F 

1 

1.998 

0.295 

35.1 

R1CBF2 

R1 

CB 

F 

2 

1.998 

0.295 

33.3 

[  R1CBF3 

R1 

CB 

F 

3 

1.998 

0 . 395 

36.6 

' 

R1CBU1 

Rl 

CB 

U 

1 

N 

N 

N 

R1CBU2 

R1 

CB 

U 

2 

N 

N 

N 

j  R1CBU3 

Rl 

CB 

U 

3 

N 

N 

N 

R1CEF1 

Rl 

CE 

F 

1 

1.995 

0.360 

89.9 

R1CEF2 

Rl 

CE 

F 

2 

1.995 

0.585 

95.9 

R1CEF3 

Rl 

CE 

F 

3 

1.995 

0.811 

83.6 

R1KBF1 

Rl 

KB 

F 

1 

0.179 

0.919 

160.5 

RIKBF2 

Rl 

KB 

F 

2 

0.286 

0.957 

161.3 

R1KBF3 

Rl 

KB 

F 

3 

T 

I 

I 
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KANSAS  CITY  PLANT  BIOASSAY  DATA 
LEAF  CHEMISTRY  DATA 


SAMPLEID 

SEDIMENT 

GRASS 

TREATMHT 

REP 

WEIGHT 

CADMIUM 

2INC 

R1KBU1 

RI 

KB 

U 

1 

N 

H 

N 

R1KBU2 

R1 

KB 

U 

2 

N 

N 

N 

R1KBU3 

Rl 

KB 

U 

3 

0.208 

0.666 

145.8 

R1RFF1 

Rl 

RF 

F 

1 

0.128 

0.419 

33.8 

R1RFF2 

Rl 

RF 

F 

2 

I 

I 

I 

RIRFFS 

Rl 

RF 

F 

3 

I 

I 

1 

R1RFU1 

Rl 

RF 

U 

1 

0 .408 

0.156 

39.5 

R1RF02 

Rl 

RF 

U 

2 

0.145 

0.266 

60.2 

R1RFU3 

Rl 

RF 

u 

3 

0.195 

0.249 

44.8 

R1TFF1 

Rl 

TF 

F 

1 

0.057 

0.501 

132.1 

R1TFF2 

Rl 

TF 

F 

2 

0.135 

0.508 

103.2 

R1TFF3 

RI 

TF 

F 

3 

0.640 

0.998 

150.2 

R1TFU1 

Rl 

TF 

U 

1 

H 

N 

N 

R1TFU2 

Rl 

TF 

U 

2 

N 

N 

N 

R1TFU3 

Rl 

TF 

U 

3 

N 

N 

N 

R2CBF1 

R2 

CB 

F 

1 

1.998 

0.795 

57.9 

R2CBF2 

R2 

CB 

F 

2 

1.998 

0.670 

69.9 

R2CBF3 

R2 

CB 

F 

3 

1.998 

0.670 

82.1 

R2CBU1 

R2 

CB 

U 

1 

N 

N 

N 

R2CBU2 

R2 

CB 

li 

2 

H 

N 

N 

R2CBU3 

R2 

CB 

U 

3 

H 

N 

N 

R2CEF1 

R2 

CE 

F 

1 

1.995 

0.811 

71.1 

R2CEF2 

R2 

;e 

F 

2 

1  .  995 

0.  986 

68.8 

R2CEF3 

R2 

CE 

F 

3 

1 .995 

0.961 

60.1 

R2KBF1 

R2 

KB 

F 

1 

G 

G 

G 

R2KBF2 

R2 

KB 

F 

3 

C 

G 

G 

R2KBF3 

R2 

KB 

F 

2 

0.112 

1.907 

176.1 

A2Z 


KANSAS  CITY  PLANT  BIOASSAY  DATA 


LEAP  CHEMISTRY  DATA 


SAMPLEID 

SEDIMENT 

GRASS 

TREATMNT 

REP 

WEIGHT 

CADMIUM 

2 1 NC 

R2KBU1 

R2 

KB 

U 

1 

I 

I 

I 

R2KBU2 

R  2 

KB 

U 

2 

0  .  072 

1.091 

196.2 

R2KBU3 

R2 

KB 

U 

3 

N 

N 

N 

R? r  r  r  i 

K2 

RF 

F 

1 

I 

I 

I 

R2RFF2 

R2 

RF 

F 

2 

I 

I 

1 

R2PFF3 

R2 

RF 

F 

3 

0.155 

1  .  055 

162.  1 

R  ?R  FU  1 

R2 

RF 

U 

1 

0.077 

0.241 

43.2 

R2PFU2 

R2 

RF 

U 

2 

I 

I 

I 

R2RFU3 

R2 

RF 

u 

3 

N 

N 

N 

R2TFF1 

R2 

TF 

F 

1 

0.268 

0.760 

131.1 

R2TFF2 

R2 

TF 

F 

2 

G 

G 

G 

R2TFF3 

R2 

TF 

F 

3 

0.209 

0.807 

155.6 

R2TFU1 

R2 

TF 

U 

1 

N 

N 

N 

R2TFU2 

R2 

TF 

u 

2 

N 

N 

N 

R2TFU3 

R2 

TF 

u 

3 

I 

I 

I 

A23 


AHfifiteM 


KANSAS  CITY  PLANT  BIOASSAY  DATA 
PLANT  UPTAKE  DATA 
COLUMN  DATA 

SAMPLEID  SEDIMENT. GRASS. TREATMENT.REP 

SEDIMENT  SEDIMENT  LOCATION 

GRASS  GRASS  SPECIES 

TREATMNT  "FERTILIZED  OR  "UNFERTILIZED 

REP  REPLICATE  NUMBER 

WEIGHT  WEIGHT  OF  LEAF  ANALYZED  (G.ODW) 

CADMIUM  PLANT  CADMIUM  UPTAKE  (UG) 

ZINC  PLANT  ZINC  UPTAKE  (UG) 


A24 


KANSAS  CITY  PLANT  BIOASSAY  DATA 


PLANT  UPTAKE  DATA 


SAMPLEID 

SEDIMENT 

GRASS 

TREATMNT 

REP 

WEIGHT 

CADMIUM 

ZINC 

DSCBF1 

DS 

CB 

F 

1 

G 

G 

G 

DSCBF2 

DS 

CB 

F 

2 

G 

G 

G 

DSCBF3 

DS 

CB 

F 

3 

1  .  998 

1.723 

114.0 

DSCBU1 

DS 

CB 

U 

1 

I  .  998 

1.708 

100.5 

DSCBU2 

DS 

CB 

U 

2 

0.473 

0  .  185 

12.2 

DSCBU3 

DS 

CB 

U 

3 

N 

N 

N 

DSCEF1 

DS 

CE 

F 

1 

1  .  995 

9.125 

1715.7 

DSCEF2 

DS 

CE 

F 

2 

1 . 995 

10.308 

1836.3 

DSCEF3 

DS 

CE 

F 

3 

1 . 995 

18.395 

2192.5 

DSKBF1 

DS 

KB 

F 

1 

G 

G 

G 

DSKBF2 

DS 

KB 

F 

2 

G 

G 

G 

DSKBF3 

DS 

KB 

F 

3 

I 

I 

I 

DSKBUI 

DS 

KB 

U 

1 

G 

G 

G 

DSKBU2 

DS 

KB 

U 

2 

0.062 

0 . 064 

5.1 

DSKBU3 

DS 

KB 

U 

3 

I 

I 

I 

DSRFF1 

DS 

RF 

F 

1 

I 

I 

I 

DSRFF2 

DS 

RF 

F 

2 

I 

I 

I 

DSRFF3 

DS 

RF 

F 

3 

I 

I 

I 

DSRFU1 

DS 

RF 

U 

1 

0.250 

0.130 

7.6 

DSRFU2 

DS 

RF 

U 

2 

0  .  084 

0.034 

2.1 

DSRFU3 

DS 

RF 

U 

3 

0.087 

0.080 

B 

DSTFFI 

DS 

TF 

F 

1 

2.414 

0 . 942 

43.5 

DSTFF2 

DS 

TF 

F 

2 

0.232 

0.293 

7.0 

DSTFF3 

DS 

TF 

F 

3 

I 

I 

I 

DSTFU1 

DS 

TF 

U 

1 

1 . 998 

4.846 

159.2 

DSTFU2 

DS 

TF 

U 

2 

1 .264 

1  .034 

59.6 

DSTFU3 

DS 

TF 

U 

3 

N 

N 

N 

A25 


KANSAS 

CITY  PLANT 

BIOASSAY 

DATA 

PLANT  UPTAKE  DATA 

SAMPLEID 

SEDIMENT 

GRASS 

TREATMNT 

REP 

WEIGHT 

CADMIUM 

ZINC 

N8CBF1 

NB 

CB 

F 

1 

1  .  998 

13.840 

718.1 

NBCBF2 

NB 

CB 

F 

2 

1.998 

11.901 

649.0 

NBCBF3 

NB 

CB 

F 

3 

1 .998 

11 . 927 

871.6 

NBCBU1 

NB 

CB 

U 

1 

N 

N 

N 

NBCBU2 

NB 

CB 

U 

2 

N 

N 

N 

NBCBU3 

NB 

CB 

U 

3 

N 

N 

N 

NBCEF1 

NB 

CE 

F 

1 

1 .995 

5.989 

1338.4 

NBCEF2 

NB 

CE 

F 

2 

1  .995 

14.678 

1806.1 

NBCEF3 

NB 

CE 

F 

3 

1  .  995 

6.667 

2001.0 

NBKBF1 

NB 

KB 

F 

1 

1 . 624 

1.243 

179.4 

NBKEF2 

NB 

KB 

F 

2 

0.071 

0.071 

10.6 

NBKBF3 

NB 

KB 

F 

3 

1 . 998 

2.338 

262.7 

NBKBU1 

NB 

KB 

U 

1 

1.998 

1.249 

191.6 

NBKBU2 

NB 

KB 

U 

2 

I 

I 

1 

NBKBU3 

NB 

KB 

U 

3 

0.953 

0.921 

127.0 

NBRFF1 

NB 

RF 

F 

1 

0.844 

0.343 

42.3 

NBRFF2 

NB 

RF 

F 

2 

0.135 

B 

1.5 

NBRFF3 

NB 

RF 

F 

3 

0.104 

B 

0.1 

NBRFU1 

NB 

RF 

U 

1 

1.104 

0.194 

23.4 

NBRFU2 

NB 

RF 

U 

2 

N 

N 

N 

NBRFU3 

NB 

RF 

U 

3 

I 

I 

I 

NBTFF1 

NB 

TF 

F 

1 

1.998 

1.700 

169.5 

HBTFF2 

NB 

TF 

F 

2 

0.935 

0.759 

37.5 

NBTFF3 

NB 

TF 

F 

3 

0.623 

0.859 

62.3 

NBTFU1 

NB 

TF 

U 

1 

1.671 

0.856 

78.8 

NBTFU2 

NB 

TF 

U 

2 

N 

N 

N 

NBTFU3 

NB 

TF 

u 

3 

N 

N 

N 

A26 


KANSAS  CITY  PLANT  BIOASSAY  DATA 


PLANT  UPTAKE  DATA 


SAMPLEID 

SEDIMENT 

GRASS 

TREATMNT 

REP 

WEIGHT 

CADMIUM 

ZINC 

OPCBF1 

OP 

CB 

F 

1 

1.998 

N 

N 

0PCBF2 

OP 

CB 

F 

2 

1 .998 

N 

N 

OPCBF3 

OP 

CB 

F 

3 

1  .  998 

N 

N 

OPCEF1 

OP 

CE 

F 

1 

1 .995 

28.635 

1911.3 

0PCEF2 

OP 

CE 

F 

2 

1 . 995 

17.055 

1487.5 

OPCEF3 

OP 

CE 

F 

3 

1  .  995 

30.735 

1848.1 

OPKBF1 

OP 

KB 

F 

1 

N 

N 

N 

0PKBF2 

OP 

KB 

F 

2 

N 

N 

N 

OPKBF3 

OP 

KB 

F 

3 

N 

N 

N 

OPRFF1 

OP 

RF 

F 

1 

N 

N 

N 

0PRFF2 

OP 

RF 

F 

2 

0.161 

N 

N 

OPRFF3 

OP 

RF 

F 

3 

N 

H 

N 

OPTFF1 

OP 

TF 

F 

1 

N 

N 

N 

OPTFF2 

OP 

TF 

F 

2 

0.259 

N 

N 

OPTFF3 

OP 

TF 

F 

3 

0.537 

N 

N 

RICBFI 

R1 

CB 

F 

1 

1 . 998 

12.336 

1469.8 

RICBF2 

R1 

CB 

F 

2 

1  .  998 

14.283 

1947.9 

R1CBF3 

R 1 

CB 

F 

3 

1 . 998 

18.767 

1740.4 

R1CBU1 

R1 

CB 

U 

1 

N 

N 

N 

R1CBU2 

R 1 

CB 

U 

2 

N 

N 

N 

R1CBU3 

R1 

CB 

U 

3 

N 

N 

N 

R1CEF1 

R 1 

CE 

F 

1 

1.995 

8.874 

2217 . 9 

R1CEF2 

R1 

CE 

F 

2 

1  .  995 

9.809 

1599.1 

R1CEF3 

R1 

CE 

F 

3 

1  .  995 

12.119 

1250.0 

R1KBF1 

R1 

KB 

F 

1 

0.179 

0.183 

32.1 

RIKBF2 

R1 

KB 

F 

2 

0.286 

0 . 341 

57.6 

R1KBF3 

R1 

KB 

F 

3 

I 

I 

I 

KANSAS  CITY  PLANT  BIOASSAY  DATA 


PLANT  UPTAKE  DATA 


SAMPLEID 

SEDIMENT 

CRASS 

TREATMNT 

REP 

WEIGHT 

CADMIUM 

ZINC 

R1KBU1 

R1 

KO 

U 

I 

N 

N 

N 

R1KBU2 

R1 

KB 

U 

2 

N 

N 

N 

R1KBU3 

R1 

KB 

U 

3 

0.208 

0.143 

31.3 

R1RFF1 

R1 

RF 

F 

1 

0.128 

0.052 

4.2 

R1RFF2 

R1 

RF 

F 

2 

I 

I 

I 

R1RFF3 

R1 

RF 

F 

3 

I 

I 

I 

R1RFU1 

R1 

RF 

U 

1 

0.408 

0.067 

16.9 

R1RFU2 

R1 

RF 

U 

2 

0.145 

0.044 

9.9 

R1RFU3 

R1 

RF 

u 

3 

0.195 

0.068 

12.1 

R1TFFI 

R1 

TF 

F 

I 

0.057 

0.031 

8.1 

R1TFF2 

R1 

TF 

F 

2 

0.135 

0.080 

16.3 

R1TFF3 

R1 

TF 

F 

3 

0.640 

0.844 

127.1 

R1TFU1 

R1 

TF 

U 

1 

N 

N 

N 

R1TFU2 

RI 

TF 

U 

2 

N 

N 

N 

R1TFU3 

R1 

TF 

u 

3 

N 

N 

N 

R2CBF1 

R2 

CB 

F 

I 

1.998 

10.335 

752.3 

R2CBF2 

R2 

CB 

F 

2 

1.998 

8.764 

914.2 

R2CBF3 

R2 

CB 

F 

3 

1.998 

1.978 

242.6 

R2CBU1 

R2 

CB 

U 

I 

N 

N 

N 

R2CBU2 

R2 

CB 

u 

2 

N 

N 

N 

R2CBU3 

R2 

CB 

u 

3 

N 

N 

N 

R2CEF1 

R2 

CE 

F 

1 

1.995 

6.672 

585.0 

R2CEF2 

R2 

CE 

F 

2 

1.995 

9.504 

663.4 

R2CEF3 

R2 

CE 

F 

3 

1.995 

6.041 

377.5 

R2KBF1 

R2 

KB 

F 

I 

G 

G 

G 

R2KBF2 

R2 

KB 

F 

3 

G 

G 

G 

R2KBF3 

R2 

KB 

F 

2 

0.112 

0.191 

17.6 

A28 


KANSAS  CITY  PLANT  BIOASSAY  DATA 
PLANT  UPTAKE  DATA 


SAMPLEID 

SEDIMENT 

GRASS 

TREATMNT 

REP 

WEIGHT 

CADMIUM 

R2KBU1 

R2 

KB 

U 

] 

I 

I 

R2KBU2 

R2 

KB 

U 

2 

0.072 

0.081 

R2KBU3 

R2 

KB 

U 

3 

N 

N 

R2RFF1 

R2 

RF 

F 

1 

I 

1 

R2RFF2 

R2 

RF 

F 

2 

I 

I 

R2RFF5 

R2 

RF 

F 

$ 

0.155 

0.224 

R2RFU1 

R2 

RF 

U 

1 

0.077 

0.021 

R2RFU2 

R2 

RF 

U 

2 

1 

I 

R2RFU3 

R2 

RF 

V 

3 

N 

N 

R2TFF1 

R2 

TF 

F 

1 

0.268 

0.255 

R2TFF2 

R2 

TF 

F 

2 

G 

G 

R2TFF3 

R2 

TF 

F 

3 

0.209 

0.191 

R2TFU1 

R2 

TF 

U 

I 

N 

N 

R2TFU2 

R2 

TF 

u 

2 

N 

N 

R2TFU3 

R2 

TF 

u 

3 

I 

I 
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